To:  Wise,  Robert[Wise. Robert@epa.gov] 

Cc:  Guria,  PeterfGuria. Peter@epa.gov];  Alien,  HarryL[Allen. HarryL@epa.gov] 

From:  Lee,  Barbara 

Sent:  Sun  8/9/2015  4:15:40  PM 

Subject:  Re:  Gold  King  ERRS  Deployment 

Ok.  Got  the  TO  form.  No  WAF  came  through  yet 


Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 
Office  14151  972-3195 

Fax  1415)  947-3518 

On  Aug  9,  2015,  at  8:48  AM,  Wise,  Robert  <Wise.Robert@epa.gov>  wrote: 


Good  Morning, 


I am  going  to  deploy  the  ERRS  contractor.  I do  not  have  my  other  cell  phone  with  me  (it 
broke),  so  I do  not  have  the  COs  phone  number.  I also  need  your  cell  # Peter.  I am  going 
to  be  giving  Ron  a heads  up  call  in  a couple  of  hours.  If  you  send  me  the  CO’s  # I will  call 
him. 


Thanks, 


Robert  Wise,  CHMM,  MSEnv. 

Federal  On-Scene  Coordinator 

USEPA  Region  9 Emergency  Response  Section 

562-889-2572 

Wise.robert@epa.gov 
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